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15 December 1959 


Office of the Secretary of Defense Representatives 
on Committees of the USIB 


Committee on Communications Intelligence 

Member Colonel Edward G. Lansdale, USAE 

Office of Special Operations, OSD 
Room 3E-114, Pentagon Bldg. 

Alternate Mr. John J . Monroe 

Office of Special Operations, OSD 
Room 3 E-IO 85 , Pentagon Bldg. 

Committee on Critical Communications 

Member Mr. Madison E. Mitchell 

Office of Special Operations, OSD 
Room 3 E-IO 85 , Pentagon Bldg. 

Alternate' Mr. Robert E. Rich 

Office of \Special Operations, OSD 
Room 3 E-IO 85 , Pentagon Bldg. 

Committee on Documentation 

Member Dr. John P. Gigrich 

Office of Special Operations, OSD 
Room 3 E-IO 85 , Pentagon Bldg. 

Alternate Mr. Lowell R. Dailey 

Office of the Director of Defense Research 
and Engineering, OSD 
Room 3D-127, Pentagon Bldg. 
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Committee on Exchanges 

Member Mr. Howard E. Barkey 

Office of Special Operations, OSD 
Room 3E-1088, Pentagon Bldg. 
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Committee on Exploitation of Foreign Language Publications 


Member Mr. Randolph V. Zander 

Office of Special Operations, OSD 
Room 3E-1088, Pentagon Bldg. 

Alternate Mr. Howard E. Barkey 

Office of Special Operations, OSD 
Room 3E-1088, Pentagon Bldg. 
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Committee on Procurement of Foreign P ublications 

Member Mr. Randolph V. Zander 

Office of Special Operations, OSD 
Room 3E-1088, Pentagon Bldg. 

Alternate Mr. Howard E. Barkey 

Office of Special Operations, OSD 
Room 3E-1088, Pentagon Bldg. 

Cost Estimates Committee 

Member Mr. William. A. Smith 

Office of Special Operations, OSD 
Room 3E-1088, Pentagon Bldg. 

Alternate Mr. Howard E. Barkey 

Office of Special Operations, OSD 
Room 3E-1088, Pentagon Bldg. 

Critical Collection Problems Committee 

Member Mr . J ohn J . Monroe 

Office of Special Operations, OSD 
Room 3E-108S, Pentagon Bldg. 

Alternate Dr. John P. Gigrich 

Office of Special Operations, OSD 
Room 3E-1085, Pentagon Bldg. 
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Domestic Exploitation Committee 

Member Mr. Randolph V. Zander 

Office of Special Operations, OSD 
Room 3E-1088, Pentagon Bldg. 

Alternate Mr. Howard E. Barkey 

Office of Special Operations, OSD 
Room 3E-1088, Pentagon Bldg. 


Economic Intelligence Committee 


Member 


Alternate 


Mr. William A. Smith 

Office of Special Operations, OSD 

Room 3E-1088, Pentagon Bldg. 

Dr. Worris G. Kenny 

Office of International Security Affairs, OSD 
Room 3D-279, Pentagon Bldg. 
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Electronics Intelligence Committee 

Member Mr. Madison E. Mitchell 

Office of Special Operations, OSD 
Room 3 E-IO 85 , Pentagon Bldg. 

Alternate Dr. John P. Gigrich 

Office of Special Operations, OSD 
^ Room 3 E-IO 85 , Pentagon Bldg. 

V -g-uided Missile and Astronautics Intelligence Committee 

C Member Mr. Robert E. Rich 

Office of Special Operations, OSD 
Room 3 E-IO 85 , Pentagon Bldg. 

Interagency Defector Committee 

Member Capt. Burns. W. Spore, USE 

Office of Special Operations, OSD 
Room 30-119 > Pentagon Bldg. 

Alternate Cdr. Robert I. Curts, USN 

Office of Special Operations, OSD 
Room 3D-119; Pentagon Bldg. 

Interagency Priorities Committee 

Member Colonel Edward G. Lansdale, USAP 

Office of Special Operations, OSD 
Room 3E-11^-, Pentagon Bldg. 

Alternate Mr. Howard E. Barkey 

Office of Special Operations, OSD 
Room 3E-1088 , Pentagon Bldg. 

Joint Atomic Energy Intelligence Committee 

Member Mr. Robert E. Rich 

Office of Special Operations, OSD 
Room 3E-1085, Pentagon Bldg. 

Satellite Requirements Committee 

Member Mr. Madison E. Mitchell 

Office of Special Operations, OSD 
Room 3 E-IO 85 , Pentagon Bldg. 
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Scientific Intelligence Committee 


Member Dr. John P. Gigrich Code 11 

Office of Special Operations, OSD Ext. 57181 

Room 3 E-IO 85 , Pentagon Bldg. 

Security Committee 

Member Mr. William A. Smith Code 11 

Office of Special Operations, OSD Ext.. 7^317 

Room 3E-1088, Pentagon Bldg. 

Alternate Dr. John P. Gigrich Code 11 

Office of Special Operations, OSD Ext. 57181 

Room 3 E-IO 85 , Pentagon Bldg. 

Space Surveillance Intelligence Support Committee 

Member Mr. Madison E. Mitchell Code 11 

Office of Special Operations, OSD Ext. 57181 

Room 3 E-IO 85 , Pentagon Bldg. 


AD HOC WORKING GROUP 


Emergency Planning 

Member Mr. Howard E. Barkey Code 11 

Office of Special Operations, OSD Ext. 7^317 

Room 3 E-IO 88 , Pentagon Bldg. 

Alternate Mr. Randolph V. Zander Code 11 

Office of Special Operations, OSD Ext. 7^317 

Room 3E-1088, Pentagon Bldg. 


- b - 


SECRET 

Approved For Release 2002/07/03 : CIA-RDP79R00961A000900030020-4 



